1 


1 


2 


2 


3 


3 


4 


4 


A 
A 


B 
B 


C 
C 


D 
D 


APPROVALS 


DRAWING NUMBER 


DOCUMENT TITLE 


DATE 


ECO 


CONFIDENTIAL INFORMATION 


THE INFORMATION AND DATA CONTAINED HEREIN IS 
PROPRIETARY AND IS SUBMITTED IN CONFIDENCE; AND 
SHALL NOT BE DISCLOSED, USED OR DUPLICATED FOR 


ANY PURPOSE WHATSOEVER WITHOUT THE PRIOR 


WRITTEN PERMISSION OF PARAVION TECHNOLOGY, INC. 


THIRD ANGLE 
PROJECTION 


2019 PARAVION 
TECHNOLOGY, INC. 


PARAVION IS A 
TRADEMARK OF 


PARAVION 


TECHNOLOGY, INC. 
DO NOT SCALE DRAWING 


ES45030 
A 


SHEET 1 OF 1 


CMK 
11/14/19 


BRANCH TEE 


125 


REV 


CHECKED 


DRAWN 


APPROVED 


LS 


CMK 


UNLESS OTHERWISE SPECIFIED 


DRAWING INTERPRETED 


PER ASME Y14.100-2004 


DIMENSIONS INTERPRETED 


PER ASME Y14.5-2009 


DIMENSIONS IN INCHES 


2001 AIRWAY AVENUE 
FORT COLLINS, CO 80524 
www.paravion.com 


CAGE CODE 
3CMA0 
THREADS 
INTERNAL: CLASS 2B 
EXTERNAL: CLASS 2A 


SURFACE ROUGHNESS: 


.X .1 


.XX .01 


.XXX .005 
ANGLES 1 


REMOVE BURRS & BREAK EDGES 


0.005 TO 0.015 


11/14/19 


11/14/19 


REVISION HISTORY 


DATE 
REV 
ECO 
DESCRIPTION 
AUTHOR 
CHECKED 
APPROVED 


11/14/19 
A 
- 
INITIAL RELEASE 
CMK 
CMK 
ACCEPTED VENDORS: 
MOTION & FLOW CONTROL PRODUCTS 
834 S.E. FRONTAGE RD. 
FORT COLLINS, CO 80524 
MANUFACTURER: 
PARKER-HANNIFIN 
WWW.PARKER.COM 


-1 BRANCH TEE 


MFR'R P/N: 4-4-4 OTX-S 
MATERIAL: STEEL, CHROMIUM-6 FREE PLATED 
DYNAMIC PRESSURE: 5,000PSI 
STANDARDS MET: SAE J514 


2.26 


.55 
1.16 
.55 


1.31 


.17 


2X MALE JIC 4 
[1/4 SAE 37 FLARE] 


FEMALE NPT 


1/4-18 


